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MEMORANDUM FOR : Deputy Director of Central Intelligence 
SUBJECT : Technical Management of CORONA Program 


EUGENE P. KIEFER 
Deputy Director 

National Reconnaissance Office 


cc : Dr. A.D. Wheelon 

Dist : 

1&2 - DDCI 

3 - Dr. Whee lon/OS I 

4 - DD/NRO 
Dummy - RB/OSA 

E. P. Kiefer : DD/NRO :hmj ( 9 July 1963 ) 


NRO review(s) 
completed. 
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